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Chapter  1  by  Jose  Medrano 

They  kept  seeing  cameras  in  there  houses  when  they  went  to  there  house  they  saw  cameras 
inside  there  house.  They  kept  thinking  it  was  Steve  doing,  he  was  bleeding  bad  from  his  Don 
was  helping  or  curing  his  head  from  the  head 
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